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Message Text 



CONFIDENTIAL 
PAGE 01 STATE 092841 
10 

ORIGIN COME-00 

INFO OCT-01 NEA-10 ADP-00 EB-11 SCI-06 AEC-11 CIAE-00 
INR-IO NSAE-00 RSC-01 /050 R 
66640 

DRAFTED BY: COM/ BCABP/458/ Ml .DAVIS 

APPROVED BY: EB/ OCA/ REP: BEBYRON 

COM/ BCABP/458/ JMOWENS COM/ OEC/ NELSON/ PHONE) 

NEA/ INS/ HAWES STATE/ SCI/ AEC/ RTITUS( PHONE) 

072824 

R 152341 Z MAY 73 
FM SECSTATE WASHDC 
TO AMEMBASSY NEW DELHI 

CONEIDENTIAL STATE 092841 

FROM COMMERCE 

SUBJ: ATOMIC ENERGY: GOVERNMENT OF INDIA TENDER EOR 
STAINLESS STEEL PIPES ON A PLANT NOT SUBIECT TO 
SAEEGUARD CONTROLS 

REP: NEW DELHI 5351 

1 . AEC ADVISES THAT TO BEST OP THEIR KNOWLEDGE HEAVY 
WATER PLANT AT KOTA, RAJASTHAN DOES NOT FALL UNDER 
SAEEGUARD CONTROLS. 

2. AEC STATES THAT IP SPECIFICATIONS ARE OP STANDARD 
NATURE AND WIDELY AVAILABLE FROM MANY COUNTRIES THEY SEE 
NO PROBLEM IN PERMITTING U. S. COMPANIES TO QUOTE OTHERWISE 
THERE MAY BE SOME OBJECTION. IN ORDER TO DETERMINE THIS 
ADVISE PULL INFORMATION ON SPECIFICATIONS PARTICULARLY 
CHEMICAL ANALYSIS AND ANY SPECIAL PROCESSING. GDS. RUSH 



CONEIDENTIAL 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 MAY 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE092841 
Document Source: CORE 
Document Unique ID: 00 
Drafter: COM/ BCABP/458/ MLDAVIS 
Enclosure: n/a 

Executive Order: GS BYRON 

Errors: n/a 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730546/aaaajhhg.tel 

Line Count: 53 
Locator: TEXT ON-LINE 
Office: ORIGIN COME 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 73 NEW DELHI 5351 
Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18-Dec-2001 by kelleyw0>; APPROVED <10-Jan-2002 by morefirh> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 98021 7 

Subject: ATOMIC ENERGY: GOVERNMENT OF INDIA TENDER FOR STAINLESS STEEL PIPS ON A PLANT NOT SUBJECT TO SAFEGUARD 

CONTROLS 

TAGS: ENRG, IN, n/a 

To: NEW DELHI 
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